Noah's Ark 


they hated the light 
and chose the dark 
so God told Noah 
to build an ark 

built to float 
right out of the hood 
it was made 
of gopher wood 

the rain came forth 
soaked the ground 
the waters rose 
and everyone drowned 

a floating zoo 
for dog and cat 
it landed on 
Mount Ararat 

after 40 days 
and 40 nighty 
Noah gave thanks 



to God Almighty 
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